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ALL-STEEL SLIDE CABINET No. 50 

For 4 x 3!4 /r and 2 x 2" Slides; Microscopic Slides; Kodachrome Slides. 



No. 50 
All-Steel 
Slide Cabinet 


CONVENIENT... PROTECTIVE... EFFICIENT... SERVICEABLE... VISIBLE 



SPACIOUS 
CABINET BASE 
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